
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P, MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


10/29//2011 


Erik Bennett 

Assistant District Attorney, Suffolk County 


Dear ADA Bennett, 


Enclosed is the information you requested in regards to Coimnonwealth vs. 
Included are copies of the following: 



1. Curriculum Vitae for Annie Dookhan and Nicole Medina. 


2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Amiie Dooklian was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Nicole Medina was the confimiatory chemist and analyzed the GC/MS data for tliis 
sample. 


If you have any questions about these materials, please call me at the number below. 

Sincerely 



_ 

Annie Dooklian 
Chemist 

Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Curriculum Vitae 


Annie Khan (Dookliau) 

Eiiiication; 

University of Massachusetts, Boston, Ma, Master of Science in Chemistiy. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistiy. 

Experience: 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Dmg Analysis Laboratoiy 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Dmg Analysis Laboratory. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of haimful and narcotic 
ding laws. 

*Trained in the use of complex analytical instnniientation, microscopes and balances for the 
puipose of drug analysis. 

*Maintenance and repairs of alt analytical instruments. 

*Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
*Oversee the Quality Control/Quality Assurance progiam for the Ding Lab. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 

*Notai7 Public. 

*Qualified as an expert witness in Massachusetts Courts and U.S. Distiict Court 
2001 -2003 

QC Analyst L 11 . UMMS-Massachusetts Biologic Laboratoiy, QC Matenal Control 

^Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

*Met!iod Development for creating new tecluiiques and enhancing vaccines for the QC Dept, and 
FDA. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and interns for the department. 

*Routine QC testing of products for the FDA. 

*Trained in the use of complex analytical instrumentation, and balances for the puipose of QC 
analysis for product and validation projects. 

*Calibration, preventive maintenance, QC and QA of analjdical instrumentation. 

*Coinplete testing of chemicals for Vendor Validation Project for the FDA. 

^Compendial testing and inteipretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous h ainings) 

GLP/GMP training witli Massachusetts Biologic Laboratoiw. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Tecluiologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectres. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastem Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Nicole E. Medina 
Education 


Bachelor of Science, Chemistry (1995) 

Emmanuel College, Boston, MA 
Research Project : (1994) 

In-Vivo Mapping of Cocaine Metabolites In Biological Fluids 

Conducted at Massachusetts State Police Crime Lab, Toxicology Department 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substances and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine 
violation of the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory institute (2004-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

> Successfully completed an eight week training in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2001 - October 2004) 

Wolfe Laboratories, Newton & Watertown, MA 

Laboratory Technician (January 1996 - April 1997) 

Gillette, Boston, MA 



DRUG RECEIPT 


PAGE# 


District/Unit Aj jr^cU _ 

Name & Rank of Arresting Officer 
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Finding; 














Date Analyzed; 

City; Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez_ 

Def; 

Amount; Subst; TAB 

No. Cont; 1 Cont; pb 

Date Rec'd; 04/06/2011 No. Analyzed; 

Gross Wt.; 1.81 Net Weight; 

# Tests; ^ c>, -v-t- 


Prelim; C 


Findings; 9sV^cc\'Lov.o-rv-\ 





DRUG POWDER ANALYSIS FORM 


SAMPLE if 


AGENCY 


ANALYST 

•-^ 


No, of samples tested: 


Evidence Wi 


PHYSICAL DESCRIPTION: 

^ <S>^ vjl-'Xr 



Gross Wt ( ):_ 

Gross Wt ( ):__ 

Pkg. Wt:_ 

NetWt: 


PRELIMINARY TESTS 


Spot Tests 

Mfcrocrvstalline Tests 

Cobalt 

Gold 

Thiocyanate ( ) 

Chloride 


Marquis_ TLTA j_ I 


Froehde's 


OTHER TESTS 






Mecke’s 





f 

TtVAO^c^C P. ^ 

■ -f’ 


PRELIMINARY TEST RESULTS 
RESULTS o 

DATE 


GC/MS CONFIRMATORY TEST 
RESULTS _—/-^x ^ c-3cLo’^lg 
MS 

OPERATOR 00(2rO 

DATE_b-3.^-- \ \ 
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Drug Information 


DRUG NAME; OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 80 MG 


Color; Green 
Shape: Circle 

Imprint: op The tablet is debossed with 
OP on one side and 80 on Ihe other., 

80 

Form; Oral Tablet, Extended Release 

Available-Container-Size: Strip of 
20 . Bottle of 100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0480-20 
59011-0480-10 

Excipients; Hypromellose ; PEG- 

400 ; Polyethylene Oxide ; Magnesium 

Stearate; Titanium 

Dioxide; Hydroxypropyl 

Cellulose ; Ferric Oxide, Yellow ; FD&C 

Blue No. 2/Indigo Carmine Aluminum 

Lake; Butylaled Hydroxytoluene 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 7090395 

Contact: Purdue Pharma 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://\v\vvv.thonisonhc.coni/micromedex2/librarian/PFDefaultActionld/evidencexpei1.Di... 10/28/2011 
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DRUG POWDER ANALYSIS FORM 

AGENCY 


SAMPLE# 

No. of samples tested: 


ANALYST o^o 
Evidence Wt 


PHYSICAL DESCRIPTION: 

Gross Wt ( ): 

2. VeN.\V(L.-v 

Gross Wt ( ): 


Pkg. Wt: 


NetWt; O 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Roehde's _ 

Mecke's 


Microcrvstalline Tests 
Gold 

Chloride_ 

TLTA_(_J_ 

OTHER TESTS 

rtVAoCXj:$-»c 


PRELIMINARY TEST RESULTS 


RESULTS C> 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ ( 9A^CQCVQ...:Hg, 
MS 

OPERATOR 

DATE 


Folk OIG PRR 043584 







Page 1 of 1 


Drug Information 


DRUG NAME: OXYCONTiN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 40 MG 


Color: Yellow 
Shape: Circle 

Imprint: OP The tablet Is debossed with 
OP on one side and 40 on the other., 

40 

Form: Oral Tablet, Extended Release 

Avallable-Container-Size: Bottle of 
100, Strip of 20 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0440-10 
59011-0440-20 

Excipients: Butylaled 
Hydroxy toluene ; Hypromellose ; PEG- 
400 ; Polyethylene Oxide ; Magnesium 
Stearate ; Titanium 

Dioxide ; Polysorbate 80 ; Ferric Oxide, 
Yellow 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 7090436 
Contact; Purdue Pharma 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://www.fhomsonhc.com/niicromedex2/librarian/PFDefaiiltActionIcl/evidencexpeit.Di... 10/28/2011 
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DRUG POWDER ANALYSIS FORi^ 



AGENCY 


ANALYST C^o 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

3 O' 






V.'^ ^ 






Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 



PRELIMINARY TESTS 




Soot Tests 




Cobalt 




Thiocyanate ( ) . 




Marquis 


TLTA ( ) 


Froehde's 


OTHER TESTS 


Mecke's 





+ 

TX\>-i oOk-cAi^r. ^ 



PRELIMINARY TEST RESULTS 
RESULTS c> ivji.A 

date b-2>\- M 


GC/MS CONFIRMATORY TEST 
RESULTS of~-gs\or'c^c\\\ /? 

MS 

OPERATOR r^eCA _ 
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Drug Information 


DRUG NAME: SUBOXONE TABLET 

INGREDIENTS: BUPRENORPHINE -8 MG 
NALOXONE - 2 MG 


Color: orange 

Shape: Six-sided 

Imprint: ns Sword Logo 

Form: Sublingual Tablet 

Available-Container-Size: BoUle of 30 

AAPCC Code: 200625 - 
Buprenorphine 


NDC: 12496-1306-02 

Regulatory Status; Schedule 111 

Availability: United Stales 

Product ID 6370996 

Contact: Reckitt Bencklser 
Pharmaceuticals 



Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


htti)://ww\v.thomsonhc.coni/micromedex2/librarian/PFDefaultActionId/evideiicexpevt.Di... 10/28/2011 
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DRUG POWDER ANALYSIS FOR^ 


SAMPLE# 



AGENCY 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

(Jy^ c<i \C-QA. 


Gross Wt ( ):_ 

Gross Wt ( ):__ 

Pkg. Wt;_ 

NetWt: 





PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) . 

Marquis_ 

Froehde‘s____ 

Mecke’s 


Microcrvstalline Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE ii 


GC/MS CONFIRMATORY TEST 
RESULTS_xj^^<^ 

O -Q-yy^ 

MS 

OPERATOR 

DATE b - XCy - V i 
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Drug Inforrination 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 2 MG 

Color: While to Off-White 
Shape: Circle 

Imprint: 93 - 834 This tablet is 
debossed with 93 - 834 on the unscored 
side, 

Form; Oral Tablet 

Available-Container-Size: Inner 
Pack , Strip of 100 , Bottle of 500 , Bottle 
of 100 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 00093-0834-19 
00093-0834-93 

Excipients; Magnesium 
Stearate; Cellulose, 
Microcryslalline ; Povidone ; Water, 
Purified ; Starch, Corn ; Lactose 
(Monohydrate) 

Regulatory Status: Schedule IV 
Availability; United States 
Product ID 5575547 
Contact: Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://vi'ww.thomsoiilic.coin/tnicroinedex2/librarian/PFDefaultActionId/evideiicexpert.Di... 10/28/2011 
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PRELIMINARY TESTS 


Soot Tests 

MIcrocrystalllne Tests 

Cobalt 

Gold 

Thiocyanate ( ) 

Chloride 


Marquis_ TLTAj_ I 


Froehde's 

OTHER TESTS 

Mecke's 

fir v<^ 

PRELIMINARY TEST RESULTS 

GC/MS CONFIRMATORY TEST 

RESULTS 

RESULTS 


date ms 

OPERATOR 

DATE 
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Drug Information 


DRUG NAME: ALPRAZOLAM 
INGREDIENTS: ALPRAZOLAM 2 MG 


Color: White 
Shape: Cirde 

Imprint; mylan A4 This tablet is 
debossed with MYLAN over A4 on one 
side of the tablet and quadrisect scored 
on the other side. 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 

AAPCC Code: 007000 - 
Benzodiazepines 


NDC: 0378-4007-01 

Excipients: Lactose 
(Monohydrate); Magnesium 
Stearate ; Cellulose, 
Microcrystaliine ; Sodium 
Benzoate; Sodium Lauryl 
Sulfate ; Silicon Dioxide, 

Colloidal; Croscarmellose 
Sodium ; Docusate Sodium 

Regulatory Status: Schedule iV 

Avalfabillly: United States 

Product ID 5325968 

Contact: Mylan Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http:/Avww.thomsonlic.coni/micromedex2/iibrarian/PFDefaultActioiiId/evicieiicexpert.Di... 10/28/2011 
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PREHMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) . 

Marquis_ 

Froehde's_ 

Mecke's 


PRELIMINARY TEST RESULTS 
RESULTS fivV'? 

11 


DATE 



Mlcrocfvstalllne Tests 
Gold 

Chloride_ 

TLTAX_J__ 

OTHER TESTS 

orvv.dI^ c. ph 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE_ 
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Drug Information 

DRUG NAME: ALPRAZOLAM 
iNGREDlENTS: ALPRAZOLAM --1 MG 

Color: Blue 
Shape: Oval 

imprint: 2089 v The tablet is 
debossed with 2089 over V on one side 
and scored on the reverse side. 

Form: Ora! Tablet 

Availabfe-Contalner-SIze: Bottle of 
100 , Bottle of 10 , Bottle of 500 . Bottle 
of 120 , Bottle of 30 , Bottle of 60 , Bottle 
of 90 , Bottle of 1000 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 0603-2129-28 
0603-2129-32 
0603-2129-21 

UPC: 06032-12928 
06032-12932 
06032M2921 

Excipients: Docusate Sodium ; Lactose 
{Monohydrate) ; Magnesium 
Stearate; Cellulose, 

Microcrystalline ; Sodium 
Benzoate ; Sodium Starch 
Glycolate ; FD8tC Blue No. 1 Aluminum 
Lake ; Silicon Dioxide. Colloidal 

Regulatory Status: Schedule IV 

Availability; United Stales 

Product ID 6987139 

Contact: Qualitest Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. A!! rights reserved. 


http:/Avw\v.thomsonhc.coni/miciomedex2/{ibraiiaii/PFDefaullActioiild/evidencexpert.Di... 10/28/2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


K; \06_27__11\793705.D 
NEM 

27 Jun 2011 15:59 

BLANK 

1 

DRUGS, M 
RTE 


V)^.m i/ 


Abundance T(C: 7937d5.DVdata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


793705.D Thu Oct 27 11;47:48 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06__27_ll\793706 .D 
NEM 

27 Jun 2011 16:13 

OXYCODONE STD 


DRUGS.M 
RTE 


Abundance TIC: 793706.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.286 

390086 

100.00 

100.00 


793706 ,D 


Thu Oct 27 11:47:54 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\06_27__11\793706 

Operator : NEM 

Date Acquired : 27 Jun 2011 16:13 

Sample Name : OXYCODONE STD 
Submitted by : 

Vial Number : 6 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTOS.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6,29 

C:\Database\NIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_27_ll\793732.D 
NEM 

27 Jun 2011 21:51 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TIC: 793732.D\data.ms 

2600 

2000 

1500 

1000 

500 

O ^ T-^-n- j t p I , -j-T-7 "r - r ]" T -r j i | i i ■ 'tt p i i t [ i i i i r rT-T-- p --T-T " T-- p --T-i i | r t- r t p m i [ m i i | t ^ T v-j-TT’r T -fi v t t 

Time-> 2,00 2.60 J,0q_ 3,60 4.00 4,60 6.00 6. 6q_ 6.00 6,50 7,0q_ 7,50 8,00 8.60 .9^^^^^ 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


793732,D 


Thu Oct 27 11:50:23 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquieitionMeth 
Integrator 


K: \06__27__11\793733 .D 
NEM 

27 Jun 2011 22:04 

ASD 

23 

DRUGS. M 
RTE 


Abundance T(C; 793733.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.310 

3706163 

100.00 

100.00 


792733 ,D 


Thu Oct 27 11:50:56 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Kt\06_27_11\793733.D 
NEM 

27 Jun 2011 22:04 


ASD 
33 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L 


PK# 


RT 


Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

Library/ID 

CAS# Qual 

C:\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


6.31 



793733.D 


Thu Oct 27 11:50:56 2011 


Page 2 


Folk OIG PRR 043599 











Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\06_27_11\793735.D 

Operator : NEM 

Date Acquired ; 27 Jun 2011 22:30 

Sample Name : BLANK 

Submitted by i ASD 

Vial Number : 1 

Acquisitionl^eth: DRUGS .M 

Integrator : RTE 


Abundance TIC: 793736.0\data,ms 

2600| 

2000 

1500 

1000 

500 

0 

.. 2.00 2,60 3.00 3,50 4.00 4.5p_ 5.00 5,60 6.00_ 6,60 7.00 7.60 8.00_6.60_ 9.00 9.50_ 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


793735.D Thu Oct 27 11:48:25 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06__27_ll\793736 .D 
NEM 

27 Jun 2011 22:43 


ASD 
36 

DRUGS.M 
RTE 


Abundance fiC: 793736.D\dala.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.286 

471837 

100.00 

100.00 


793736,D Thu Oct 27 11:48:30 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\06 27 11\793736.D 


Operator 

NEM 


Date Acquired 

27 Jun 2011 22:43 


Sample Name 



Submitted by 
Vial Number 

36 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTS 


Search Libraries: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

1 6.29 C 

::\Database\NIST08.L 

Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Abundance 

80 


Average of 6.244 to 6.478 min.: 793736.D\data.ms (-) 


316 




793736.D 


Thu Oct 27 11:48:30 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \06__27_11\793738,D 
NEM 

27 Jun 2011 23:09 

BLANK 

1 

DRUGS. M 
RTE 


2000 

1500 

1000 

500 


TIC: 793738.DWata.ms 




O U } I T rt } r i i t | t i i ^ f > r - r -j-T-T-T-- rj -T-T-T-T- j -T-T-T--i-]--T-T t - r ]-y i t i | i i t i | i i < i j i i t t | i i i i 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 5.60 6.00 6,60 7.00 7.50 8,00 6.60 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


793738.D 


Thu Oct 27 11:48:34 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


K:\06_27_11\793739.D 

NEM 

27 Jun 2011 23 .•22 

OXYCODONE STD 

6 

DRUGS . M 
RTE 


Abundance TIC: 79373§.D\daJa.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6,287 

440886 

100,00 

100.00 


793739.D Thu Oct 27 11:48:39 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth j 
Integrator ] 


Data File: 

Kr\06_27_11\793739.D 
NEM 

27 Jun 2011 23:22 

OXYCODONE STD 

6 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.29 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance Average of 6.227 to 6.464 mfn.: 793739.D\data.ms {-) 



Abundance #148099: Oxycodone 



793739,D Thu Oct 27 11;48;39 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name ; K:\06_27_11\793738.D 

Operator : NEM 

Date Acquired : 27 Jun 2011 23:09 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abun^ 


TIC: 793738.D\data.ms 


1500 ^ 


1000 



Time;-> 2.00 2.50 3.00 3.50 4 .00 4.50 5.0Q 5.50 6,00 6.5 0 7.00 7.50 8.00 8.S0 9*00 9,50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


793738.D Thu Oct 27 11:40:26 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name i 

Operator ; 

Date Acquired ; 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\06_27_ll\793739* D 
NEM 

27 Jun 2011 23:22 

OXYCODONE STD 

6 

DRUGS , M 
RTE 


Abundance TIC: 793739.D^data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6,287 

440886 

100,00 

100,00 


793739.D 


Thu Oct 27 11:40:31 2011 


Page 1 


Folk OIG PRR 043607 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name s 
Submitted by : 
Vial Number j 
AcquisitionMeth r 
Integrator ^ 


Data File: 

K:\0e_27_ll\793739.D 
NEM 

27 Jun 2011 23:22 

OXYCODONE STD 

6 

DRUGS .M 
RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST08.L 
C;\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Abundance 

80 

60 

40 

20 

ol 


Average of 6.227 to 6.464 min.: 793739,D\data,ms (-) 


315 


44 70 


230 


28 


F 


116 


84 9 8 


140 


128 


'Ulk 


201 


167 


175 


159 

m/ 2 -> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


214 

fi,. .1' 


258 

244 I, 272 286 


Abundance 

80 

60 

40 

20 

0 


#148099: Oxycodone 


230 


42 


15 28 




70 


115 


55 


m/Z”> 


20 


T-p- 

40 


-r-pr 

60 


) 

84 

98 

140 
128 } 

159 

JjTfi. .in.li 




r j r 1 

j_0_. 

I r r ) " 

100 

j 'j' 'i'’r 1 I T' 

120 140 

T r 

160 


201 


.187 


215 




258 


244 

• I 1 1 • { 1 ^ ^|- 4 -7 - ^-^Y^-r-T~ T ~7 "p ' 

180 200 220 240 260 280 300 


^ 286 

-f4-i 


PK# RT Library/ID 

CAS# 

Qual 

1 6,29 C:\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


793739.D Thu Oct 27 11:40:31 2011 Page 2 


Folk OIG PRR 043608 

















Area Percent / Library Search Report 




Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


K:\06_27_11\793762.D 

NEW 

28 Jun 2011 4:24 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


2 

CLONA2.M 
RTE 


Abundance 

6000 


4000 

3000 

2000 ] 

loooi 


TIC: 793762.DVlala.ms 




I I I I I'f ' M ' ' ' ' I ' 


0 1 ] I l l I I I I r ryV T-T- T-ffffT ^ i i i r | •T"rT’Ty T"T'T~T~ ] r i i i i | t i < < > i--T-|-T rT i | i i i i j i i 

Time--> 2.00 2.60 3.00 3.60 4.00 4.50 6.00 6.60 6.00 6.60 7.00 7.60 8.00 8.60 9.00 9.60 10.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


793762.D Thu Oct 27 12:44:02 2011 


Page 1 


Folk OIG PRR 043609 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


K:\06_27_11\793763.D 

NEM 

28 Jun 2011 4:37 

CLONAZAPAM STD 

63 

CLONAZ,M 
RTE 



. MO 4 Q? 4*60 6.00 5.50 6.00 6.50 7.00 7.50 8.00 MP 0._00 9.50 10.00 


Ret. Time 

Area 

Area % 

Ratio % 

7.005 

1139541 

100.00 

100.00 


793763.D Thu Oct 27 12:44:10 2011 


Page 1 


Folk OIG PRR 043610 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


K: \06__27_11\793763 .D 
NEM 

28 Jun 2011 4:37 

CLONAZAPAM STD 


Vial Number 

AcquisitionMeth 

Integrator 


63 

CLONAZ * M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


Library/ID 

CAS# 

Qual 

J:\Database\NlST08.L 



Clonazepam 

001622-61-3 

99 

Clonazepam 

001622-61-3 

99 

Clonazepam 

001622-61-3 

99 




793763.D Thu Oct 27 12:44:10 2011 Page 2 


Folk OIG PRR 043611 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_27__11\793 766,D 
NEM 

2^JU1^011 5:17 

ASD 

66 

CLONAZ,M 
RTE 


Abundance TIC: 793766.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

7,011 

1567522 

100.00 

100.00 


793766,D Thu Oct 27 12:44:22 2011 Page 1 


Folk OIG PRR 043613 




























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data Filet 

K; \06_27__11\793 774 .D 
NEW 

2B Jun 2011 7:04 

BLANK 

2 

CLONAZ.M 
RTE 



Tlme->___2,00 2,50 3,00 _M0.10.9 4,60 5.00 5.60 MP. MP_. 7*00 7.50 8.00 8. 50 9 ,00 9.50 10.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


793774.D Thu Oct 27 12:44:29 2011 Page 1 


Folk OIG PRR 043615 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired t 
Sample Name r 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\06_27_11\793775.D 

NEM 

28 Jun 2011 7:17 

CLONAZAPAM STD 

63 

CLONAZ.M 
RTE 


Abundance TIC: 793776.b\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

7.005 

1203571 

100.00 

100.00 


793775.D Thu Oct 27 12:44:34 2011 


Page 1 


Folk OIG PRR 043616 







Area Percent / Library Search Report 


Information from Data File: 



File Name 

K:\06 27 11\793775.D 



Operator 

NEM 



Date Acquired 

28 Jun 2011 7:17 



Sample Name 
Submitted by 

CLONAZAPAM STD 



Vial Number 

63 



AcquisitionMeth 

CLONAZ.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PKjt RT 

Library/ID 

CASij 

Qual 


7.01 C:\Database\NIST08.L 
Clonazepam 
Clonazepam 
Clonazepam 


001622-61-3 99 
001622-61-3 99 
001622-61-3 99 



793775,D 


Thu Oct 27 12:44:34 2011 


Page 2 


Folk OIG PRR 043617 











AreA Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_27__ll\793777 .D 
NEM 

28 Jun 2011 7:44 

BLANK 

2 

WSCREEN,M 
RTE 


10 Ml 


Abundance ' TtC: 793777,b\cjiata;ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


793777.D Thu Oct 27 12:46:19 2011 Page 1 


Folk OIG PRR 043618 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K;\06_27_ll\793778 .D 
NEM 

28 Jun 2011 8:18 

BUPRENORPHINE STD 

78 

WSCREEN,M 
RTE 


Abundance TJC: 793778.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

17.767 

3803480 

100.00 

100.00 


793778.D Thu Oct 27 12:46:23 2011 Page 1 


Folk OIG PRR 043619 





Area Percent / Library Search Report 


Information from Data File: 



File Name 

K:\06 27 ll\793778.D 



Operator 

NEW 



Date Acquired 

28 Jun 2011 8:18 



Sample Name 

BUPRENORPHINE STD 



Submitted by 




Vial Number 

78 



AcquisitionMeth 

WSCREEN,M 



Integrator 

RTE 



Search Libraries: C:\Database\SIjI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

Qual 


1 17.77 C:\Database\NIST08.L 

6.14- Ethenoinorphinan-7-methanol, 17 052485-79-7 99 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 99 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 92 



793778.D Thu Oct 27 12:46:23 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \06_27__11\793780*D 
NEM 

28 Jun 2011 9:24 

BLANK 
ASD 
2 

WSGREEN.M 
RTE 


Abundance TIC: 793780.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


793780.D Thu Oct 27 12:46:33 2011 Page 1 


Folk OIG PRR 043621 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionNeth 
Integrator 


K:\06_27_11\793781.D 
NEM 

28 Jun 2011 9:57 


ASD 
81 

WSCRSEN.M 
RTE 


Abundance 


Ticy793781.D\data;ms 



Ret. Time 

Area 

Area % 

Ratio 

2.112 

447836 

4.51 

11.21 

2.346 

359606 

3.62 

9.00 

3 . Oil 

226845 

2.29 

5.68 

3.526 

179801 

1.81 

4.50 

3.633 

173012 

1.74 

4.33 

3.933 

205238 

2.07 

5.14 

4.023 

123876 

1.25 

3.10 

4.550 

294397 

2.97 

7.37 

6.897 

3994413 

40.25 

100,00 

6.975 

463406 

4.67 

11.60 

7.622 

632733 

6.38 

15.84 

10.041 

223774 

2.25 

5.60 

17,743 

2599072 

26.19 

65.07 


793781,D 


Thu Oct 27 12:46:37 2011 


Page 1 


Folk OIG PRR 043622 















Area Percent / Library Search Report 


Information from Data File: 



Pile Name 

K:\06 27 ll\793781.D 



Operator 

NEM 



Date Acquired 

28 Jun 2011 9:57 



Sample Name 




Submitted by 

ASD 



Vial Number 

81 



AcquisitionMeth 

WSCREEN.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK}{ RT 

Library/ID 

CASJi 

i Qual 


1 2*11 C: \Database\PMW__T0X2 * L 

Acetic acid 
Acetic acid anhydride 
Metobromuron 


000064-19-7 4 
000108-24-7 4 
003060-89-7 1 



Abundanca #1548: Acetic acid P116 



793781.D Thu Oct 27 12J46:37 2011 Page 2 


Folk OIG PRR 043623 






Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\06_27_ll\793781.D 

Operator r NEM 

Date Acquired : 28 Jun 201 1 9:57 

Sample Name : 

Submitted by ; ASD 

Vial Number : 81 

AcquisitionMeth: WSCREEN.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_T0X2,L 

PK^I RT Library/ID CAS# Qual 


2 2,35 C:\Database\PMW__TOX2 ,L 

Ethylene glycol 000107-21-1 9 
Clopyralide ME 000000-00-0 1 
Propranolol-M -H20 isomer-2 2AC 000000-00-0 1 


Abundance Average of 2.298 to 2.484 mfo.: 793781 .D\data.ms (-) 



myz-> 25 30 35 40 46 50 56 60 65 70 75 80 85 90 96 


793781.D Thu Oct 27 12:46:37 2011 Page 3 


Folk OIG PRR 043624 



















Area Percent / Library Search Report 


Information from Data Pile: 



File Name 

K:\06 27 ll\793781.D 



Operator 

NEM 



Date Acquired 

28 Jun 2011 9:57 



Sample Name 




Submitted by 

ASD 



Vial Number 

81 



AcquisitionMeth 

WSCREEN .M 



Integrator 

RTE 



Search Librariesi C :\Database\SLI,L 

Minimum Quality: 

80 


C:\Database\NIST08.L 

C;\Database\PMW_TOX2.L 

Minimum Quality: 

80 

PKtt RT 

Library/ID 

CASft Qual 

4 3.53 C:\Database\PMV'/ TOX2.L 




Octane 

000111-65-9 

4 


Monolinuron 

001746-81-2 

4 


Acetic acid anhydride 

000108-24-7 

4 



793781.D Thu Oct 27 12:46:37 2011 Page 5 


Folk OIG PRR 043626 










Area Percent / Library Search Report 


Information from Data File; 


File Name 

K:\06 27 11\793781.D 


Operator 

NEM 


Date Acquired 

28 Jun 2011 9:57 


Sample Name 



Submitted by 

ASD 


Vial Number 

81 


AcquisitionMeth 

WSCREEN. 14 


Integrator 

RTE 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality; 80 


C:\Database\PMW_TOX2.L 


PKtt RT 

Library/ID 

CAS# Qual 


5 3,63 CAi)atabase\PMW_T0X2,L 

PCDI precursor (dimethyiamine) 
Air 

Air with Helium and Water 


000124-40-3 3 
000000 - 00-0 2 
000000 - 00-0 1 


Abunciance Average of 3.604 to 3.801 min.: 793781 ,D\data.ms (-) 




793781,D Thu Oct 27 12:46:38 2011 


Page 6 


Folk OIG PRR 043627 







Area Percent / Library Search Report 


Information from Data File: 


Pile Name 

K:\06 27 ll\793781.D 


Operator 

NEM 


Date Acquired 

28 Jun 2011 9:57 


Sample Name 



Submitted by 

ASD 


Vial Number 

81 


AcquisitionMeth 

WSCREEN.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


6 3.93 C:\Database\PMW_T0X2.L 

Dichlorodifluoromethane ® 000075-71-8 1 
Mefruside ME 000000-00-0 1 
Mefruside 2ME 000000-00-0 1 



793781.D Thu Oct 27 12:46:38 2011 Page 7 


Folk_OIG_PRR_043628 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\06 27 11\793781.D 


Operator 

NEM 


Date Acquired 

28 Jun 2011 9;57 


Sample Name 



Submitted by 
Vial Number 

81 


AcquisitionMeth 

WSCREEN.M 


Integrator 

RTE 


Search Libraries: C;\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST08 .h 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PKif RT 

Library/ID 

CAS# Qual 


7 4.02 Ci\Database\NIST08.L 

2-Furancarboxaldehyde, 5-{hydroxyme 000067-47-0 81 
Benzenemethanol/ 3-fluoro- 000456-47-3 32 
2-CyGlopenten-l-one, 5-hydroxy-2,3- 058649-31-3 32 


Abundance Average of 3.999 io 4,077 min,: 793781 ,D\data.ms (-) 




793781.D Thu Oct 27 12:46:38 2011 Page 8 


Folk OIG PRR 043629 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_27_11\793781,D 
NEM 

28 Jun 2011 9:57 


ASD 

81 

WSCREEN.M 

RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


C: \Database\PMW__TOX2 . L 
Acetic acid anhydride 
Ethylacetate 
Nifenalol artifact 


000108-24-7 9 

(§? 000141-78-6 4 

000000 - 00-0 2 


Abundance 


Average of 4,620 to 4,592 min.: 793781 .DWata.ms (-) 


§ 65 69 


123 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 


Abundance 


#2766: Acetic acid anhydride P361 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 


793781,D 


Thu Oct 27 12:46:38 2011 


Page 9 


Folk_OIG PRR 043630 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\06 27 ll\793781.D 


Operator 

NEM 


Date Acquired 

28 Jun 2011 9:57 


Sample Name 



Submitted by 

ASD 


Vial Number 

81 


AcquisitionMeth 

WSCREEN.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


9 6.90 C:\Database\NIST08.L 


Glucitol 

026566-34-7 

91 

Sorbitol 

000050-70-4 

90 

D-Mannitol 

000069-65-8 

90 



Abundance #46252: Gluciloj 



793781.D Thu Oct 27 12:46:39 2011 Page 10 


Folk OIG PRR 043631 















Area Percent / Library Search Report 


Information from Data File: 


Pile Name 

K;\06 27 ll\793781.D 


Operator 

NEM 


Date Acquired 

28 Jun 2011 9:57 


Sample Name 



Submitted by 

ASD 


Vial Number 

81 


Acquisitionl^eth 

WSCREEN.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLl,L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

10 6*98 C 

:\Database\PMW_TOX2.L 

Stearyl alcohol 

000112-92-5 10 


Cyclotetradecane 

000295-17-0 9 


Acetic acid 

000064-19-7 3 



793781.D Thu Oct 27 12:46:39 2011 


Page 11 


Folk OIG PRR 043632 















Area Percent / Library Search Report 


Information from Data Fiiei 

File Name ; K:\06_27_11\7937B1.D 

Operator j NEM 

Date Acquired : 2 ^Jih^2011 9:57 

Sample Name : 

Submitted by : ASD 

Vial Number : 81 

AcquisitionMeth: WSCREEN.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PR# RT Library/ID 


11 7,62 C:\Database\NIST08,L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

96 


Abundance Average of 7.692 to 7.838 min.: 793781 .D\datd.ms (-) 


801 
60| 


40 

20 


0 

m/Z“> 


Abundance #124560; Ociadecanolc acid 

4)3 60 * 

i I 



793781.D Thu Oct 27 12:46:39 2011 Page 12 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

K:\06 27 ll\793781.D 



Operator 

NEM 



Date Acquired 

28 Jun 2011 9:57 



Sample Name 




Submitted by 

ASD 



Vial Number 

81 



AcquisitionMeth 

WSCREEN^M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality; 

: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality; 

: 80 

PK# RT 

Library/ID 

CAS# Qual 


12 10.04 \Database\NIST08,L 

Morphinan-6-one, 4, S-epoxy-3,14-dih 000465-'65-6 99 
Morphinan-6“One, 4,5~epoxy-3,14-dih 000465-65-6 83 
Morphinan-6“One^ 4,5"epoxy-3,14“dih 000465-65-6 58 


Abundance 

I 

I 

801 

f 

60' 
40 

20 

0^ 

rn/Z"> 

Abundance 

8o| 

i 

601 
40 

20 


Average of 9.987 to 10.137 min.: 793781.D\dala.ms (-) 


3ir 


41 


29 


65 




70 


96 115 


82 


f |. ri . |'' i , s ^ . i ' '| I ' y'Ti rj ' rrf- i | rri . . . . t i I 'l i f r ' l i i | i i . < | 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 




131 171 187 201 

I , ■'f m 

ill La Hji Lji I 


242 


212 

, 41. , i , 4si 


229 


286 


# 


258270 


300 


312 


#156546: Morphfnan-6-one, 4,5-epoxy-3,14-dihydroxy-17-{2-pfopenyl)~, (S.afpha.)- 


3^7 


0 


41 


65 


70 


96 


116 


82 


131 

ill 147 

kui 


T - r -T -f -y'‘I I t ] j t i i ' 1* j' i t i 1 ^ ' f T I ' i' j » '1 ' t |tf . , ^ f , | , ^ ) , 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


171 187 201 


Ji 


242 


229 


286 


253 




793781.D 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\06 27 ll\793781.D 


Operator 

NEM 


Date Acquired 

28 Jun 2011 9:57 


Sample Name 



Submitted by 

ASD 


Vial Number 

81 


AcquisitionMeth 

WSCREEN.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


13 


17.74 


C:\Database\NIST08.L 

6,14-Ethenomorphinan-7-methanol, 

6,14-Ethenomorphinan-7-methanol, 

6,14-Ethenomorphinan-7-methanol, 


17 052485-79-7 
17 052485-79-7 
17 052485-79-7 


99 

99 

95 


Abundance 


Average of 17,693 to 17,970 min,: 793781.D\daia.ms (-) 


m/z-> 




793781.D Thu Oct 27 12:46:40 2011 
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Folk OIG PRR 043635 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\Q6_21_11\1931B6.D 
NEM 

28 Jun 2011 12:43 

BLANK 


WSCREEN.M 

RTE 


Abtirxiance 
30000! 


TIC: 793786.D\daia,ms 




20000 ^ 


100001 








Time-> 


0 ^p--, -n-pr“r r^ |- i i r > | i i ^ i i « I » i r < f ,, j t , , ^ | 

2.00 4.00 6.00 8.00 10.00 12.00 14.00 16,00 18,00 20,00 22.00 24.00 26.00 


Ret. Time 


Area Area % Ratio % 


*^*NO INTEGRATED PEAKS*** 


793786.D Thu Oct 27 12:46:45 2011 Page 1 


Folk OIG PRR 043636 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \06__27__11\793787,D 
NEM 

28 Jun 2011 13:16 

BUPRENORPHINE STD 

78 

WSCREEN.M 

RTE 


Abundance TIC: 793787,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

17.767 

43S8162 

100.00 

100.00 


793787.D Thu Oct 27 12:46:48 2011 Page 1 


Folk OIG PRR 043637 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\06 27 ll\793787.D 


Operator 

NEM 


D£ite Acquired 

28 Jun 2011 13:16 


Sample Name 
Submitted by 

BUPRENORPHINE STD 


Vial Number 

78 


Ac: qui s i t i onMe t h 

WSGREEN.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PKJI RT 

Library/ID 

CAS# Qual 


1 17.77 


C t\Database\NIST08.L 
6,14''Ethenomorphinan-7-methanol, 
6,14-Ethenomorphinan-7-methanol, 
6,14“Ethenomorphinan-7-methanol, 


17 052485-79-7 
17 052485-79-7 
17 052485-79-7 


99 

99 

95 



Abundance#209836: 6,14*Ethenomofphinan-7-methanol, 17-(cyclopropyImethyl)-.atpha.“(1.1“dimethylethylH,6“epoxy- 

3|8 

I 

80 


60 

40 

20 


55 


rff 


83 101 




123141 165181198 216 239256 




2^^296312 


336 


352 


410 


394 


434 






4^0467 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


793787.D 


Thu Oct 27 12:46:48 2011 
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